UNITED STATES DEPARTMENT OF AORJCULTURE 

CASE NO. 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

AL /OOX^ 

OFFICIAL WARNING 

VIOLATOR 


Customer# 18655 

(a aM 

Certificate # 64^8-0073 


Steven Weaver 

VIOLATION OF FEDERAL REGULATIONS 



ADDRESS iSO^. Oty. SiaS«. Ztp CM) 


418 Mary Street 

Saraland, AL 36571 


The Department of Agriculture has eviJence (hal on or about August 2010 you or your organization committed 
the fallowing violation of Federal Regulations: 

9 CFR, SECTION Failure to 


3.53 (c)(2) • Provide space requirements for primary enclosures acquired 

on or after August 15, 1990. Kach rabbit housed in a primary 
enclosure shall be providled a minimum amount of floor space 
exclusive of space taken by food and water receptacles. 

(Two cages measured 24 Inches by 36 inches housed 5 rabbits 
weighing approximately 4 lbs. A third cage measuring 24 inches by 
48 inches housed 8 rabbits weighing approximately 4 lbs.) 


Titfes 7 9 Code of Federal Regulobons were promulgated to help prevent the spread of animal and pianf pests and 

diseases and assure the humane treatment of arwnals. Since violations of the regulations can have serious and costly 
impact detrimental to the public Interest, you are warned of tfua violabon. Any further violation of these regulations may 
result in the assessment of a civil penalty or criminal prosecution. If you have any questions concerning this warning or 
violation, please contact the listed APHIS Offlddl. 


APHIS OFFICIAL (Name e/V Tilh) 


OFFICE ADDRESS: 

Elizabeth Goldentyer, DVM 

RegioDal Director 

920 Main Campus Dr., Suite 200 



Raleigh, NC 27606 



TEi.EPHONE NO. AC 1919)855-7100 

FOR PERSONAL SER^iCJ - RECEIVED BY (Name and ^nature) 

DATE RECEIVED 


FOR CERTIFIED MAIL • RECEIPT NO 
7007 0710 0000 9577 6585 


APHIS FORM T0$0 Previous erkbons may be used 

(JUN 91 ) PART 1 - VIOLATOR 










